The United States Court of Appealy 


Installation Ceremony 
Jor the 


Ceremonial Courtroom, Third Floor 


Call to Order and Opening Remarks 


Honorable Edward R. Becker, Chief Judge 
United States Court of Appeals for the Third Circuit 


Remarks 
Grissele Camacho-Pagan, Esq. 


Brescia & Camacho, Esqs. 
Hispanic Bar Association of NJ 


Honorable Donald J. Volkert, Jr. 
New Jersey Superior Court 


Carlos G. Ortiz, Esq. 
General Counsel, Goya Foods, Inc. 


Hispanic National Bar Association 


Honorable Robert G. Torricelli 
United States Senate 


Karina D. Fuentes 
Reading of the Commission 
Marcia M. Waldron, Acting Clerk 
Administration of the Oath 
Chief Judge Edward R. Becker 


Response 


Honorable Julio M. Fuentes 
United States Court of Appeals for the Third Circuit 


Adjournment 


Chief Judge Edward R. Becker 


